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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 068695 
ORIGIN EB-08 

INFO OCT-01 AF-08 ARA-10 EA-09 EUR- 12 NEA-10 ISO-OO 
10-13 OES-06 L-03 SIG-02 /082 R 

DRAFTED BY EBTCA/MA:RSFARON:BST 
APPROVED BY EB/TCA/MA:RKBANK 
OES/ENP/EN : GKINTER 

300554Z 024731 /13 

R 282240Z MAR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY ALGIERS 
AMEMBASSY BUENOS AIRES 
AMEMBASSY BRASILIA 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
AMEMBASSY BONN 
AMEMBASSY ATHENS 
AMEMBASSY NEW DELHI 
AMEMBASSY JAKARTA 
AMEMBASSY ROME 
AMEMBASSY TOKYO 
AMEMBASSY LAGOS 
AMEMBASSY OSLO 
AMEMBASSY WARSAW 
AMEMBASSY MOSCOW 
AMEMBASSY LONDON 
USMISSION USUN NEW YORK 
AMEMBASSY THE HAGUE 
AMEMBASSY STOCKHOLM 
AMEMBASSY COPENHAGEN 
USMISSION EC BRUSSELS 
USMISSION OECD PARIS 
AMEMBASSY MONROVIA 
INFO AMCONSUL HAMBURG 
AMCONSUL RIO DE JANEIRO 
USLO PEKING 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 068695 


UNCLAS STATE 068695 

E.O. 11652: N/A 
TAGS: EWWT, SENV 
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SUBJECT: CORRECTION TO FACT SHEET ON ADMINISTRATION 
INITIATIVE ON MARINE OIL POLLUTION 

REF: STATE A- 1345 

1 . FACT SHEET ENCLOSED IN REFAIR OMITTED ONE PARAGRAPH IN 
SECTION ON SHIP CONSTRUCTION AND EQUIPMENT STANDARDS. 
BEFORE PROVIDING FACT SHEET TO HOST GOVERNMENT AUTHORITIES, 
POSTS SHOULD INSERT FOLLOWING NEW PARAGRAPH ON PAGE 2 
(SECTION 2) OF ENCLOSURE IMMEDIATELY FOLLOWING PARAGRAPH 
ENDING QUOTE ACCOMPLISH EQUIVALENT POLLUTION PROTECTION 
UNQUOTE: 

QUOTE THE PRESIDENT ESPECIALLY ACKNOWLEDGES THE LEADERSHIP 
OF SENATOR WARREN G. MAGNUSON AND THE SENATE COMMERCE 
COMMITTEE ON MATTERS RELATING TO TANKER SAFETY. ALL OF THE 
INITIATIVES OUTLINED ABOVE ARE THE KINDS OF SOLUTIONS 
THE COMMITTEE HAS ENDORSED OVER A PERIOD OF YEARS END QUOTE. 

CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: POLLUTION CONTROL, WATER POLLUTION, BRIEFING MATERIALS, OIL SPILLS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 28-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE068695 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RSFARON:BST 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 08-0678 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977031 4/aaaaamay.tel 

Line Count: 82 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 395ca1b0-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE A-1345 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 06-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2973158 
Secure: OPEN 
Status: NATIVE 

Subject: CORRECTION TO FACT SHEET ON ADMINISTRATION INITIATIVE ON MARINE OIL POLLUTION 
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